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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 01 177 252152Z 

ACTION EPA-04 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 INR-07 NSAE-00 
AID-05 CEQ-01 SOE-02 COME-OO DODE-OO EB-08 10-14 
L-03 NSF-02 NSC-05 PM-05 USIA-15 OES-07 SS-15 
SP-02 DOE- 11 INT-05 /124W 

013196 262244Z/14 

R 251430Z JAN 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 7087 

UNCLAS MOSCOW 1 177 

DEPT PASS EPA SHOSTAL 

E.O. 11652: N/A 
TAGS: SENV, UR, US 

SUBJECT: US-USSR ENVIRONMENTAL AGREEMENT: INDUSTRIAL AND 
MUNICIPAL SOURCES (02.02-21) 

REF: STATE 17725 

1 . ON JANUARY 25 HYDROMET REP GAVE EMBOFF A LETTER 
FROM SOVIET LEADER OF SUBJECT PROJECT, S.V. YAKOVLEV, 

TO HIS US COUNTERPART, HAROLD CAHILL. INFORMAL 
EMBASSY TRANSLATION FOLLOWS PARA 2.0RIGINAL POUCHED 
TO EPA FOR SHOSTAL. REGISTRY NUMBER 2076455. HYDROMET 
REPS PROMISED TO PROVIDE INFORMATION REQUESTED IN 
REFTEL ASAP. 

2. DEAR DR. CAHILL. IN ACCORDANCE WITH THE PLAN OF 
OUR COOPERATION WE ARE PREPARING PAPERS FOR THE 
JOINT SOVIET-AMERICAN SYMPOSIUM WHICH WILL BE HELD 
IN CINCINNATI MARCH 20-21. IN ADDITION TO PARTICIPATION 
IN THE SEMINAR THE SOVIET DELEGATION WOULD ALSO LIKE 
TO VISIT THE FOLLOWING TYPES OF WORKING FACILITIES 
FOR CLEANING INDUSTRIAL WASTE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MOSCOW 01 177 252152Z 


-PHYSICAL-CHEMICAL CLEANING OF WASTE WATER WITH 
REGENERATION OF REAGENTS, 

-PHYSICAL-CHEMICAL CLEANING OF WASTE WATER, TOGETHER 
WITH BIOLOGICAL CLEANING OR IN ADDITION TO IT, 
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- PHYSICAL-CHEMICAL CLEANING OF WASTE WATER, PRODUCING 
ACTIVE CARBON AS A BYPRODUCT FROM THE SEDIMENT, 

-ELECTRO-CHEMICAL CLEANING OF WASTE WATER. 

I WOULD ALSO LIKE TO INFORM YOU THAT WE HAVE RECEIVED 
FROM YOU THE COLLECTION OF PAPERS GIVEN AT THE 
SYMPOSIUMS IN APRIL AND SEPTEMBER 1977, UNDER 
SEPARATE COVER I HAVE SENT YOU 20 COPIES OF THE 
COLLECTION OF PAPERS WE ISSUED IN CONNECTION WITH 
THE SYMPOSIUM "INTENSIFICATION OF BIOLOGICAL 
METHODS OF CLEANING SEWAGE WATER," USSR, AUGUST 1976. 

I AM CERTAIN THAT THE MEETINGS OF OUR DELEGATIONS IN 
THE COMING YEAR WILL BE FRUITFUL AND WILL FURTHER 
STRENGTHEN OUR COOPERATION. 

SINCERELY, S.V. YAKOVLEV. 

3. COLLECTION OF PAPERS MENTIONED IN YAKOVLEV LETTER 
WAS SENT INTERNATIONAL MAIL. 

MATLOCK 


UNCLASSIFIED 


NNN 
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